L CLUB 


Name Frencis Matthews 


Address 60 Kinnard Ste, Cambridge, Mass. 


Age 25 Heicht 58% Seit 181 


Throw Left Bat Left, 
Position lst base 
Years Playing Ball Professionally 3 rS. 


Teams Played With Newark Eagles 


Birthplace Cambridge, Mass. 
Parents Living Yes. 


Married No, 
Children No, 


Do you Drink? Whiskey 
Beer X Occasionally 
Wine 

Do you Smoke? No 


Hobbies Music, 


